THE SANITARY CAFE 

: GREENVILLE. S. C. - 

No connection with any other restaurant. 

Air Conditioned. Open 24 hours. 

Operated over 20 years in the same location. 
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NOTED FOR BETTER FOOD 


20 W. Washington Street 


GREENVILLE, S. C. 
























